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CONFIDENTIAL 

PAGE 01 OECDP 19920 211351Z 
43 

ACTION EB- 11 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 RSC-01 TRSE-00 

EUR-25 AEC-11 ISO-OO ACDA-19 DRC-01 MC-02 /071 W 

007234 

R211347Z AUG 74 
FM USMISSION OECD PARIS 
TO SECSTATE WASH DC 3481 

CONFIDENTIAL OECD PARIS 19920 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, RO, UK 

SUBJECT: UK TRIMMING POTENTIOMETERS TO ROMANIA - IL 1568 

REFS: A. COCOM DOC. (74) 1403 
B. STATE 169001 

1. IN REPLY TO REF B QUERY, UKDEL STATES THESE 
POTENTIOMETERS ARE TO BE EMPLOYED IN TEMPERATURE CONTROL 
OF CRUCIBLES USED IN PRODUCTION OF CAST-COPPER. 

2. REQUEST INSTRUCTIONS BY COB AUGUST 30. 

TURNER 


CONFIDENTIAL 
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Document Number: 1974OECDP19920 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D740230-0746 
From: OECD PARIS 

Handling Restrictions: n/a 
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